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JLIPD41464 
65,536 X 4-Bit 
Dynamic NMOS RAM 



Description 

The /iPD41464 is a 65,536-word by 4-bit dynamic RAM 
designed to operate from a single -i- 5-volt power sup- 
ply and fabricated with a double polylayer, N-channel 
silicon-gate process for high density, high perfor- 
mance, and high reliability A single-transistor storage 
cell and advanced dynamic circuitry ensure minimum 
power dissipation, while an on-chip feature internally 
generates the negative voltage substrate bias— au- 
tomatically and transparently 

The t hree-state I/O is controlled by CAS independent of 
RAS. After a valid read or hidden refresh cycle, data is 
held by holding CAS low. Data input and out put is 
returned to high imped ance by returning CAS high. 
Hidden refreshing all ows C AS to be held lo w to m ain- 
tain output data while RAS is used to execute RAS-only 
refresh cycles. 

Refres hing may be accomplished by means of a CAS 
before RAS cycle that i nter nally generates the refresh 
address, by means of RAS-only refresh cycles, or by 
normal read or write cycles on the 256 address combi- 
nations of Ao through A7 during a 4-ms refresh period. 

Features 



65,536-word by 4-bit organization 

Sing le + 5-v olt ± 10% power supply 

CAS before RAS internal refreshing 

Multiplexed address inputs 

On-chip substrate bias generator 

Low power dissipation 

— 28 mA max (standby) 

— 440 mW (active, Irc = tpc min) 

Nonlatched, TTL-compatible inputs and outputs 

Low input capacitance 

256 refresh cycles every 4 ms 

Standard 18-pin plastic DIP and PLCC packaging 



Pin Configurations 
18-Pin Plastic DIP 
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Ordering Information 



Part Number 


Row Aecet* Time (max) 


Package 


/iPD41464C-80 


80 ns 


18-pln plastic DIP 


C-10 


100 ns 




C-12 


120 ns 




/JPD41464L-80 


80 ns 


18-pln PLCC 


L-10 


100 ns 




L-12 


120 ns 





60072 
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Pin Identification 



Absolute Maximum Ratings 



Name 


Function 


\feltags on any pin relative to GND 


-1.0 to +7.0 V 


A0-A7 


Address inputs 


Operating temperature, Tqpr 


Oto +70°C 


I/O1 - I/O4 


Data inputs and outputs 


Storage temperature, TgyQ 


-55 to +125°C 


era 


Column address strobe 


Short-circuit output current Iqs 


SOmA 


OE 


Output enable 


Power dissipation, Pq 


LOW 



RaS 
WE 
GND 

NC 



Row address strobe 



Write enable 



Ground 



+S-volt power supply 



No connection 



Capacitance 

Ta = 25°C; f = 1 MHz 



Parameter 



Symbol Max Unit Pins Under Test 



Input capacitance 



pF Ao through A7 



C|2 



8 pF ros, era, WE, OE 



Input/output capacitance Co 



pF I/O1 through I/O4 



Exposure to Absolute Maximum Ratings for extended periods may 
affect device reliability; exceeding the ratings could cause permanent 
damage. The device should be operated within the limits specified 
under DC and AC Characteristics. 

Recommended Operating Conditions 



Parameter 


Symbol 


MIn 


Typ 


Max 


Unit 


Input voltage, high 


V|H 


2.4 




Vcc + 1 


V 


Input voltage, low 


V|L 


-1 




0.8 


V 


Supply vottaga 


Vcc 


4.5 


5.0 


5.5 


V 


Ambient temperature 


Ta 







70 


°C 



Bloci( Diagram 
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DC Characteristics 

Ta = to +70°C; Vcc +5.0 V ±10% 



Parameter 


Symbol 


Min 


Max 


Unit 


Test Conditions 


Standby current 


'ccz 




5.0 


mA 


= CAS = V|H 


Input leakage current 


l|(L) 


-10 


10 


^l^ 


V|N = V to Vcc; all other pins not under test = V 


Output leakage current 


l0(L) 


-10 


10 




I/O is hIgh-Z; V|/o = V to Vcc 


Output voltage, low 


Vol 





0.4 


V 


Iql = t.2 mA 


Output voltage, high 


VOH 


2.4 


Vcc 


V 


Iqh = -5 "lA 



AC Characteristics 

Ta = to +70°C; Vcc = +5.0 V ±10% 







l»PD41 464-80 


)iPD41 464-10 


ftPD41464-12 






Parameter 


Symbol 


MIn 


Max 


Min 


Max 


Min 


Max 


Unit 


Test Conditions 


Operating current, average 


icci 




85 




80 




75 


mA 


RAS, CAS cycling; 
'rc = *RC "lin (Note 5) 


Operating current, refresh cycle, 
average 


ICC3 




70 




65 




60 


mA 


RAS cycling; C^ = V|h; 
tnr = tnr min (Note 5) 


Operating current, page cycle, average 


'CC4 




60 




55 






mA 


RAS — V|l; CAS cycling; 
tpc = 'pc Hi" (Note 5) 


Operating current, CAS before RAS 
refresh cycle, average 


ICC5 




70 




70 




65 


mA 


RAS cycling; CAS 2 V|h; 
tRC = *RC ml" (Note 5) 


Random read or write cycle time 


*RC 


160 




200 




220 




ns 


(Note 6) 


Read-write cycle time 


tRWC 


230 




270 




300 




ns 


(Note 6) 


Page cycle time 


tpc 


70 




100 




120 




ns 


(Note 6) 


Refresh period 


'ref 




4 




4 




4 


ms 




Access time from RAS 


tRAC 




80 




100 




120 


ns 


(Notes 7, 8) 


Access time from CAS 


tCAC 




40 




50 




60 


ns 


(Notes 7, 9) 


Ouput buffer turnoff delay 


tOFF 





20 





25 





30 


ns 


(Note 10) 


Rise and fall transition time 


tT 


3 


50 


3 


50 


3 


50 


ns 


(Notes 2, 3) 


RAS precharge time 


tRP 


70 




90 




90 




ns 




RAS pulse width 


Iras 


80 


10000 


100 


10000 


120 


10000 


ns 




RAS hold time 


tRSH 


40 




50 




60 




ns 




CAS pulse width 


<CAS 


40 


10000 


50 


10000 


60 


10000 


ns 




CAS hold time 


'CSH 


80 




100 




120 




ns 




RAS to CAS delay time 


<RCD 


20 


40 


20 


50 


25 


60 


ns 


(Note 11) 


CAS to RAS precharge time 


tCRP 


10 




10 




10 




ns 


(Note 12) 


CAS precharge time for nonpags cycle 


tCPN 


25 




25 




25 




ns 




CAS precharge time for page cycle 


tcp 


30 




40 




50 




ns 




RAS precharge CAS hold time 


'rpc 

















ns 




Row address setup time 


•asr 

















ns 




Row address hold time 


tRAH 


10 




10 




15 




ns 




Column address setup time 


'asc 

















ns 




Column address hold time 


*CAH 


15 




15 




20 




ns 




Column address hold time referenced to 


tAR 


55 




65 




80 




ns 
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AC Characteristics (cont) 







I1PD41464-80 
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;iPD41464-12 






Symbol 


MIn 


Max 


Min 


Max 


MIn 


Max Unit 


Tost Conditions 


Read command hold tima rafwencad to RAS 


^RH 


10 




10 




10 


m 


(Nots 13) 


Raad command hold tima referancad to CAS 


tpQi^ 


Q 












ns 


(Nots13) 


Writa command hold tima 




20 




25 




30 


na 




Writa command hold tima rafarwtcad to F%AS 


^WCR 


60 




75 




80 


ns 




Wrlta command pulaa width 




20 




15 




20 


ns 




Writa command to RAS toad tima 


^RWL 


30 




35 




40 


ns 




Wrtta command to CAS laad tima 


^WL 


30 




35 




40 


ns 




Data-in satup tima 


^DS 















ns 


(Note 14) 


Data-in hoid tima 


tnu 


20 




25 




30 


ns 


(Nots 14) 


Data-in hold tima refarancod to RAS 


^HR 


60 




75 




90 


ns 




Writa command aatup tima 


^WCS 















ns 


(Nots 15) 


to WE delay 


^RWD 


105 




130 




155 


ns 


(Nots 15) 


T^IjR to WE delav 


feWD 


65 




80 




95 


ns 


(Nots 15) 


Accasa time from XS^ 


^EA 




20 




25 




30 ns 




Data delay tima 


tOED 


20 




25 




30 


ns 




OC command hoid time 


<OEH 















ns 




Output turnoff delay from OE 


k)EZ 





20 





25 





30 ns 




5E to inactive aatup time 


•OES 


10 




10 




10 


ns 




Read or wrKe cyde time for counter teat cycle 


•trc 


185 




220 




245 


ns 


(Nots 16) 


Read or write cycle time for counter teat cycle 


^TRWC 


245 




290 




325 


ns 


(Nots 16) 


aetup time for C^-before refreah 

cycle 


tCSR 


10 




10 




10 


ns 




hoid time foiOS before FOS refresh 

cycle 


*CHH 


15 




20 




25 


ns 
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Notes: 

(1) An initial pause of 100 iss ( RAS inactive) is required after 
power-up, followed by any eight RAS cycles, before proper device 
operation is achieved. 

(2) AC measurements assume tx = 5 ns. 

(3) V|H (min) and V|l (max) are reference levels for measuring the 
timing of Input signals. 

(4) All voltages are referenced to GNO. 

(5) Iccii lcC3. lcC4r snd Icc5 depend on output loading and cycle 
rates. Specified values are obtained with the output open. For lot 
code K of the /»PD41464-15, tpc (min) must be 270 ns and Icc3 
= 60 mA. 

(6) The minimum specifications are used only to indicate the cycle 
time at which proper operation over the full temperature range 
nx = Oto -l-70°C) Is assured. For lot code KofthenPD41464-15, 
tRc (min) must be 270 ns. 

(7) Load = 2 TTL loads and 100 pF 

(8) Assumes that Ircd s Ircd [max). If Ircd is greater than the 
maximum recommended value in this table, tpy^ increases by 
the a mount that tficD exceeds the valu e shown. For a CAS before 
RAS refresh counter test cycle, tRAc is specified as Irac = *CHH 
+ tcp + ^ctc + 2tT and is greaterthan the maximum specified 
value shown in this table. 

(9) Assumes that Ircd ^ 'rcd (max). 



(10) toFF (niax) and *OEZ (""ax) define the time at which the output 
achieves the open-circuit condition and are not referenced to 
VoHorVoL- 

(11) Operation within the Ircd (max) limit assures that tp/vc (max) 
can be met. tRco (max) is specified as a reference point only; if 
Ircd is greater than Ircd (max), access time is controlled 
exclusively by tcAC- 

(12) The tcRP requirement should be applicable for RAS/CAS cycles 
preceded by any cycle. 

(13) Bther Irrh or Irch must be satisfied for a read cycle. 

(14) These parameters are referenced to the leading edge of CAS for 
early write cycles and to the leading edge of WE for delayed write 
or read-modify-write cycles. 

(15) tyvcSi 'CWD> and Irwd are restrictive operating parameters in 
read-write/read-modify-write cycles only. Ifty^cs ^ ^wcs (min), 
the cycle is an early write cycle and the data I/O pins will remain 
high impedance throughout the entire cycle, if tcwD - *CWD 
(min), tRWD s tRvro (min), the cycle is a read-write cycle and the 
data I/O pins will contain data read from the selected cell. If 
neither of the above conditions is met, the c ondition of the data 
I/O pins (at access time and until CAS returns to V|h) is 
indeterminate. 

(16) tjRc and Itrwc are applicable for CAS before RAS refresh 
counter test cycles. 
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Timing WlEn/eforms 
Read Cycle 
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Timing Wiaveforms (cont) 
Early Write Cycle 
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Timing Waveforms (cont) 
X -Controlled Write Cycle 
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Timing Waveforms (cont) 
Read-Wrlte/Read-MoaH^mite Cycle 
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Timing WbYetorms (con^ 
Page Read Cycle 
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Timing WlEweforms (cont) 
Page Wtlte Cycle (Earty Write) 
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Timing Waveforms (cont) 

Page Read-mrlte/ReaiNUodify-Wirlte Cycle 



CAS 



-tAR- 



•— 'CRP 



-<CSH- 



-tRCD- 



<RAH 
'ASR— • 



\ 



-<pc- 



-'CAS- 



•tASC 



tCAH 



-tcp- 



-<RSH- 



-'CAS- 



•tASC 



ICAH 



«tRP> 



-tCPN- 



'rwd- 



•rcs— » 



WE 



mm 



ICWL 



-tCWD— 
•— tCAC 
*— <OEA 



1^ 



'OED 
I 

<OEZ— » 



* 'RAC- 



l/0| 



-I 



<-'RCS-» 



•—Ids 



>DH 



-tcWD- 



1 



>OEA 



'RvyL-*| 

'CWL 



}JMM 



IWP 



tOEZ 
•-tCAC-» 



v/////////////{ 7m m////////////m m mmM, 



'OED 



•dh 





|«— 'DS 




- Valid ^ 
.Data-in . 



Valid 
Data-out 



Valid 
Data-out 



3B-12 



NEC 



ffPD41464 



Timing Wiaveforms (cont) 
RASOnly Retnah Cycle 
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Timing V\taveforms (cont) 
CAS Beton RAS Refresh Cycle 
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Timing Waveforms (cont) 
Hidden Refresh Cycle 
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Before Refresh Counter Tsst 

The MPD41464 provides a method to verify prope r oper- 
ation of the internal add ress counter used in CAS before 
RAS refreshing. After a CAS before RAS refresh cycle is 
initiated, CAS satisfies a hold time (t pHR) . a precharge 
time (tcp), and then returns low while RAS is held low to 
enable read, write, or read-modify-write operation. As 
shown in the appropriate timing waveforms, a refresh 
counter test can be initiated at this point on specified 
row and column addresses. The row is selected by the 
internal address counter, and the column is defined by 
an exte rnal address supplied at the second falling edge 
of CAS. Test patterns can be generated in several ways; 
the following example is one possibility. Any pattern 
must be preceded by the normal power-u p pro cedure 
containing a pause of 100 ns and then eight RAS cycles 
to initialize the internal counter. 



(1) Write "0" into 256 memory cells with 256 CAS before 
RAS refresh counter test write cycles. Use the same 
column address in each cyde. 

(2) Use a counter test read-nrodify-write cyde to read 
the "0" written in the first cycle of step 1 and then 
write a "1" into that location in the same cyde. 
Perform this operation 256 times, until a "1" is 
written into each of the 256 memory cells. Continue 
using the same column address as spedfied in step 
1. 

(3) Read each "1 " written in step 2 using a counter test 
read cycle. 

(4) Complement the test pattern and repeat steps 1, 2, 
and 3. 
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Timing WlEweforms (cont) 

CAS BeUtn MS Retreah Counter Vtat Bead Cycle 
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Timing Waveforms (cont) 

CAS Before Refresh Counter list Write Cycle 
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Timing Wlaveforms (cont) 

CAS Before RAS Refresh Counter net ReaO-ModHy-mite Cycle 
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